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Message Text 



CONFIDENTIAL 
PAGE 01 STATE 118193 
43 

ORIGIN OC-06 

INFO OCT-01 CCO-OO SY-10 ADP-00 FBO-01 /018 R 

DRAFTED BY OC/ S: DDEVAUGHN: RR 

6/15/73 EXT 22013 

APPROVED BY A/ OC: WENAEHER 

A/ OC- EA: JEENGELHART 

OC/ L: SROGALA ( SUBS) 

SY/ EX: JNOONAN ( SUBS) 

1 19962 

R 181845 Z JUN 73 
FM SECSTATE WASHDC 
TO AMEMBASSY MANILA 
INFO AMEMBASSY COLOMBO 
AMEMBASSY SAIGON 

CONFIDENTIAL STATE 118193 

MANILA FOR RCO, ATO, RSO 

E. 0.11652: XGDS-2 
TAGS: ACOM 

SUB J : ENCLOSURE INSTALLATION AND REPAIRS 

1. CONTRACTOR INSTALLATION TEAM LEON HALL, RALPH RUSSO, 
THEODORE VARGA, ANGELO MASCIA, AND PETER ZEOLI ETA MANILA 
20 JUNE VIA SAS FLT 984. TEAM WILL INSTALL ENCLOSURE IN 
REGIONAL RELAY FACILITY CLARK AFB. ALL MEMBERS HOLD TOP 
SECRET CRYPTO CLEARANCE. ATO WILL MEET AND ARRANGE ACCOM- 
MODATIONS. 

2. MELVIN KALEEL, ATO TECHNICIAN CLEARED TOP SECRET CRYPTO 
WILL JOIN TEAM WEEK OF 18 JUNE TO MONITOR CONTRACTOR PER 
FORMANCE. 

3. CLAIR BARNES, ATO TECHNICIAN, CLEARED TOP SECRET CRYPTO 
WILL SERVE AS ALTERNATE CONTRACT MONITOR. WILL CONFIRM 
HIS ETA. 
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4. UPON COMPLETION RRF INSTALLATION PROJECT TEAM WILL 
RETROFIT ENCLOSURE DOORS COLOMBO CCC. ALSO, TEAM MEMBERS 
WILL RETROFIT SAIGON CRU ENCLOSURE AIR CONDITIONING 
EQUIPMENT. ADVISE WHEN BOTH PROJECTS SATISFACTORILY 
COMPLETED. ROGERS 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 18 JUN 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: collinpO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 18193 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DDEVAUGHN: RR 

Enclosure: n/a 

Executive Order: XGDS-2 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730622/aaaajeip.tel 

Line Count: 71 
Locator: TEXT ON-LINE 
Office: ORIGIN OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03-Dec-2001 by shawdg>; APPROVED <25 FEB 2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 98021 1 

Subject: ENCLOSURE INSTALLATION AND REPAIRS 

TAGS: ACOM, n/a 

To: COLOMBO 

MANILA 

SAIGON 

Type: TE 
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